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1- PURPOSE: 


1.1 To provide communication mechanisms (9-L i) Loo JUa3NI CUI 11695 - 1,1 
regarding the discharge of an in-patient from the U-o 9 f9J9.LiJI (Lo (x L315 Ua po el AU 
PT Department/Services. o-S1LAJI e3.9JI Cj Loa A. 


ro-L Lui rol 3-à iip MI QLo AJ - t£ 


1.2 To ensure the proper utilization and eubjl ails 5 3Jl9.o jg. 


allocation of PT department resources. 


uv koJ wwo Load (022.05 — P 

. l . uiw oiio vd ära hausi 

1.3 To provide appropriate services to the x m 
outpatient population of Beish General Hospital = 


2. DEFINITIONS | 
Discharge Order must be in a written document issued by 'U-c JaUa uugi ^. o AliuLo 9.30: 99J.AJIl LLL a 
the physician . Alg uha ùh igo UoAY Ul 0-507 111 JI. 


3. RESPONSIBILITIES 


1 All Physiotherapy Staff 


Qables eo toa 
2 In-patient Physician 


mgg cubi 


4. Policy 


4.1 The patient will be discharged from the PT Department's services for the following reasons: 
aU Lw oa-hi aLI puu load Wo UAJJoJI 99) piw: 


4.1.1 Orders of the patient's physician 
UAJ -oJI 111 U-o bolol 





4.1.2 The patient undergoes a major surgical procedure. 
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6j1145 Gralja AilosJ YAJjoII GAAS. 


4.1.3 The patient has reached the maximum benefit of PT Services. 
OHI! Qs) lor Uo 6356 Gadi UAJsoJI üa. 


4.1.4 The patient is discharged from the hospital.. 
o-2uirinLoJl U-o UÀJ J.oJl e9- 


5.1 Discharge (D/C) orders for PT will be written by the 
patient's physician on the Physicians Order form. 


5.2 PT orders are automatically discontinued following 
major surgical procedures. Resumption of these services 
will require a NEW REFERRAL from the patient's physician. 


5.3 The therapist may determine that a patient has 
reached the maximum benefit for PT Service. If mutually 
agreed, treatment will be discontinued and noted in the 
Discharge note by the therapist. If there is disagreement, 
the head of the department will be consulted. 


5.4 Upon discharge from the hospital, the patient will be 
automatically discharged from the services of the PT 
Department. If further treatment is required, an 
OUTPATIENT REFERRAL is to be made by the patient's 
physician. 


e9)ÀJl Lol CULL5) UAJ yoJI Lith (09.0) gw — O,f 
i uL igol Yd 


U-941lJl eA.sJI o3 cóLàjl oi- o,f 

callar aua yi äl ulos as iLL 
uh Ùo öayaa Ül wlod oàd iiiI 
UAJ -oJl. 


oJI Jng aö uol YÍ aGJUs-oJI 33.27 2-6 - o, 
o-*4412JI e3.sJI .03:3J 635Ló oaa 5l 

LÓLo (3.5 CJUA AM.oJI (5 CD wyga rois 
UAJ -oJI 


oioi to ggl aic -— 0,€ 

ruuö WlLoai Ùo LOL. Uå oJl è94å piw 

Ùo ajo oJI äala lia lS 141.4 21h! alls 
3l3.cU UÀJ)oJI ouh fogäy Yl LAL : AULI 

à 13JLAJI CULA VI. 
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6. MATERIALS, EQUIPMENT & FORMS @AloUIg WlasoJlg alooJl 


6.1Physicians Order form cub (Lo tlh @aAgoi 
6.2 Physiotherapy Evaluation Form NO ( 357 ) ( oV ) ro.5J oeb LI pä eigo 
6.3 Progress Note - Iaoi eigo 


7. REFERENCES 


7.1 Ministry of Health Standards G. 2uaJl djljq pulszo V,! 
7.2 CBAHI Standard Guidelines, 2016 fN.: äLwUÄJI CBAHI ulalibyl VF 
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